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reserve ought to do and must do. There is no help
for us in the American system; its very essence
and principle are faulty.

We%must therefore, I think, have recourse to
feeble and humble palliatives such as I have sug-
gested With good sense, good judgment, and
good care, I have no doubt that they may be
enough. But I have written in vain if I require to
say now that the problem is delicate, that the solu-
tion is varying and difficult, and that the result is
inestimable to us all